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EFFECTS OF EXPOSURE TO LOW LEVELS OF IONIZING RADIATION
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EXCESS LEUKEMIA DEATHS per 104 PERSON Sv

FIGURE 4-2 Excess leukemia fatalities per 104 person Sv (million person rem). Results of
1,000 Monte Carlo simulations and lifetable analyses of the excess mortality from leukemia
following an acute total body dose of 0.1 Sv. The populations at risk are 100,000 males
and 100,000 females. The point estimate for males is 111 excess deaths; for females, 82.
In 50 percent of the trials the excess mortality for males was between 60 and 135 deaths;
for females, between 55 and 115 deaths.